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NARA RG104, Entry 1, Box 148 


[Abstract:] Relative to “Gas Governors” propose to adjust same test... 


James M. Barrows, 

Branch Office 

New York Gas Saving Company, 
Philadelphia, 

September 27, 1887 


D.M. Fox 
Supt. U.S. Mint 


Dr Sir 


I have this day examined the “Gas Saving Governor” at the Mint, and find those that are 
in use are in perfect order. And also that one “Governor” has been taken off. There being no 
further use for it. As it is useless in the Mint I am willing to allow something for it there being 
some 5 hand use for it. Will call last of the week. 


Yours Respy. 
Jas. M. Barrows 
Per Root 


